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Message Text 

UNCLASSIFIED 

PAGE 01 PORT 0 00229 241838Z 
ACTION COME-00 

INFO OCT-OI ARA-10 ISO-00 EB-08 /0I9W 

2423 1 5Z 025722/71 

R24I805Z JAN 77 
FM AMEMBASSY PORT OP SPAIN 
TO SECSTATE WASHDC 257 

UNCLAS PORT OF SPAIN 0229 

E.O. 11652: N/A 
TAGS: BEXP, TD 

SUBJECT: FOREIGN BUYER PROGRAM: INTERNATIONAL AIR-CONDITIONING 
HEATING, REFRIGERATING EXPOSITION 

REP: PORT OF SPAIN 0136, STATE 00997 

FOLLOWING FOREIGN BUYERS PLAN TO ATTEND SUBJECT SHOW: 

MR. DAVID G. FARAH 
MR. ALVIN C. DANIELL 
CLIMATE CONTROL LTD. 

61 EDWARD STREET 
PORT OP SPAIN 

PRODUCT LINES: AIR-CONDITIONING AND REFRIGERATION 
EQUIPMENT. 

BUSINESS INTEREST: SEEKING NEW LINES. 

HOTEL: HOLIDAY INN. 

MR. NICHOLAS COSTA 
MECALPAB LTD. 

92 QUEEN STREET 
PORT OP SPAIN 

PRODUCT LINES: AIR-CONDITIONING EQUIPMENT, 

COOLERS, CONDENSING UNITS, REFRIGERATION 
PARTS AND MATERIALS. 

BUSINESS INTEREST: ENGINEERING SPECIPICATION POR 
UNCLASSIFIED 

UNCLASSIFIED 

PAGE 02 PORT 0 00229 241838Z 

PURCHASE OF 400 TONS AMMONIA REFRIGERATION PLANT. 

INCREMENTAL AIR CONDITIONING UNITS. ONE TO 15 HP 
CONDENSING UNIT AND UNIT COOLER COMPONENTS FOR 
ASSEMBLY IN TRINIDAD AND TOBAGO. 

HOTEL: PROBABLY THE SHERATON. 

FAY 
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NOTE BY OC/T: REFERENCES AS RECEIVED. 
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Message Attributes 
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Capture Date: 01 -Jan-1 994 12:00:00 am 

Channei indicators: n/a 

Current Classification: UNCLASSIFIED 

Concepts: n/a 

Control Number: n/a 

Copy: SINGLE 

Sent Date: 24-Jan-1977 12:00:00 am 
Decaption Date: 01 -Jan-1 960 12:00:00 am 

Decaption Note: 

Disposition Action: n/a 
Disposition Approved on Date: 

Disposition Case Number: n/a 
Disposition Comment: 

Disposition Date: 01 -Jan-1 960 12:00:00 am 
Disposition Event: 

Disposition History: n/a 
Disposition Reason: 

Disposition Remarks: 

Document Number: 1977PORTO00229 

Document Source: CORE 

Document Unique ID: 00 

Drafter: n/a 

Enclosure: n/a 

Executive Order: N/A 

Errors: N/A 

Expiration: 

Film Number: D770025-0930 

Format: TEL 
From: PORT OF SPAIN 
Handling Restrictions: n/a 
Image Path: 

ISecure: 1 

Legacy Key: Iink1977/newtext/t1 97701 24/aaaaavbj. tel 

Line Count: 63 
Litigation Code IDs: 

Litigation Codes: 

Litigation History: 

Locator: TEXT ON-LINE, ON MICROFILM 

Message ID: b8192bd2-c288-dd11-92da-001cc4696bcc 

Office: ACTION COME 

Original Classification: UNCLASSIFIED 

Original Handling Restrictions: n/a 

Original Previous Classification: n/a 

Original Previous Handling Restrictions: n/a 

Page Count: 2 

Previous Channel Indicators: n/a 
Previous Classification: n/a 
Previous Handling Restrictions: n/a 
Reference: 77 PORT OF SPAIN 136 
Retention: 0 

Review Action: RELEASED, APPROVED 
Review Content Flags: 

Review Date: 23-Sep-2004 12:00:00 am 
Review Event: 

Review Exemptions: n/a 
Review Media Identifier: 

Review Release Date: n/a 
Review Release Event: n/a 
Review Transfer Date: 

Review Withdrawn Fields: n/a 
SAS ID: 3521121 
Secure: OPEN 
Status: NATIVE 

Subject: FOREIGN BUYER PROGRAM: INTERNATIONAL AIR-CONDITIONING HEATING, REFRIGERATING EXPOSITION 
TAGS: BEXP, TD 
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